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Gel Filled Ergonomic Products 
www.JelliRolls.com 


Non-toxic Gel can be Hot or Cold to help relieve symptoms of Carpal Tunnel Syndrome and other 
repetitive stress injuries of the hands and wrists. If your doctor recommends cold therapy, use our 
Patented Gel filled Wristrests or Mousepads for cool soothing relief. 
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JelliRoll 616L MOUSEPAD 




www.JelliRolls.com 


JelliRoll Gel wristrest with a non-skid, natural 1 A inch 
rubber mousepad base. 

Utilizes fluid fit technology to reduce pressure points 
and provide superior comfort 

Mouspad features dual chambers made from soft non- 
static, machine washable fabric 

Combined with proper arm and hand positions, JelliRoll 
can reduce risk of repetitive stress injuries. 
Mousepad can be chilled in a refrigerator to provide a 
cold surface to relieve sore wrists. 
JelliRoll products are made from recycled materials and 
filled with safe non-toxic gel. 

Black or Red colors External dimensions: 9.5"L x 8"W x 
1" 


JelliRoll 616L Keyboard WRISTREST 


JelliRoll Gel Wristrest with adjustable strap to control 
softness or firmness of gel pad. 
Utilizes fluid fit technology to reduce pressure points 
and provide superior comfort 

Wristrest features dual chambers made from soft non- 
static, machine washable fabric 

Combined with proper arm and hand positions, JelliRoll 
can help reduce risk of repetitive stress injuries (RSI, 
Carpal Tunnel Syndrome). 

Wristrest can be heated in a microwave oven to provide 
warm comfort to arthritic or cold hands. 
JelliRoll products are made from recycled materials and 
filled with safe non-toxic gel. 

Black or Red colors - External dimensions: 18.5"L x 
4"W x 1"H 
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